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Every blade is tested to split a screw head. The blade is forged from a tough 
_ steel, tempered with great care, and shrunk into a solid malleable bolster which rests in a 


heavy ferrule, while the tang, which forms a part of the bolster, enters and passes nearly 
through the handle, 









REGULAR 
Length of Blade, inches 2144 38 4 5 6 7 8 9 10 12 
Price (05.6 ¢e3 per dozen 3.00 3.50 4.25 5.00 6.00 7.00 8.00 9.00 10.00 12.00 
MACHINISTS’ 

Deninth of Dikde oe een inches 12 15 18 24° 30 
Price..........+++++.+0+++....per dozen 14.00 16.00 18.00 24.00 30.00 
CABINET | _ ELECTRICIAN’S 
Fig.19066E Fig. 19066F 
CABINET 
Length of Blade............ inches 2% 3% 4% 5%.6% 8% 10% 12% 
Priee 5555 Cees vaan eww per dozen 3.00 3.50 4.50 5.50 6.50 8.00 9.50 11.00 

3 ELECTRICIANS’ 
Length of Blade............ inches 24% 3% 4% 5% 6% 8% 10% 12% 


PTIOGs 6s 0 cboees cena ea per dozen 3.00 3.50 4.50 5.50 6.50 8.00 9.50 11.00 


